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0230 IN 69047 SECRET PAGE TWO 

SATISFACTORY UHF TRANSMITTER APPEARED 

WEAK* 

BIRDWATCHER 

AFTER APPROX 3 HOURS SET BEGAN TO TRIGGER WITH ALL POWER 
FLUCTUATIONS CAUSED BY NORMAL SWITCHING OFF AND ON OF ALL EQUIPMENT • 
MUCH INTERFERANCE ON FREQUENCY USED. 
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